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We make it easy™ 


SPECIFICATIONS 


Type 

35mm Power Zoom Camera 

Lens 

38- 125mm F/3.9 - f/1 1.8 Power Zoom 
(5 elements in 5 groups) 

Focusing 

Auto Focus with focus lock (0.7m to infinity) 

Shutter Speed 

1/70 ~ 1/300 sec. (auto, red-eye, flash-on) 
1/4 - 1/300 sec. (flash off) 
1 ~ 1/300 sec. (night scene) 
1/70 ~ 1/300 sec. (infinity) 

Film Transport 

Motorized advance to first frame, 

advance & auto rewind (with mid roll rewind) 

Data Back 

Quartz Date (multi function databack-4 modes) 

Film Speeds 

Auto DX, ISO 50 -3200 

Viewfinder 

Fleal Image zoom viewfinder with panorama 
selectable 

Flash 

Built-in electronic flash 

RER System 

Yes 

Self Timer 

10 sec. delay 

LCD Display 

Yes, film counter, shooting mode, battery symbol 

Power Source 

One lithium battery (CR123A), auto power off 

Dimensions 

66.5mm(H) x 120mm(L) x49.5mm(W) 

Weight 

TBD 

Warranty 

1 Year 

Stock Number 

Gift Box 59789 

UPC Code 

019643-59789-1 

Specifications subject to cha 

nge without notice © 2000 Vivitar Corporation 



Compact Power Zoom Camera 


Another Great 
Vivitar Product! 

Features: 

• Compact 35mm Power Zoom 

• Featuring a 38 - 125mm Power 
Zoom Lens 

• Active I nfrared Auto Focus System 
featuring focus lock 

• Automatic Flash control, with 
Red Eye Reduction 

• Motorized advance to fi rst frame, 
advance & auto rewind (with mid 
roll rewind) 


VIVITAR Corporation 
1280 Rancho Conejo Blvd. 
Newbury Park, CA 91320 
(805)498-7008 


